Premium Wire Stripping Pliers 

Premium Wire Stripping Plier 



Roebuck 

■ Suitable for removing insulation from cable without damaging 
the core 

■ Spring loaded adjustable depth screw aHcv/s for easy setting of 
stnoDing diameter 

■ f itted with dual density soft grip handle for extra comfort 

Price Each 

Order Code Product Code Length 1 + 6 + 

WX55591 252148 ' ' ■ £7206 


ELLIOTT LUCAS 

■ Alloy steel jaws capable of stopping all types of wire 

■ Un.que. fully automatic design makes wire stripping easy 

■ Multi-purpose tool combining stripping, crimping and cutting 

■ Stripping capacity 0.13 • 8.0 sq mm wire 

Price Each 

Order Code Product Code 1 + 6 + 

WX30952 PA 185' /PHD £17 •#) £16 09 



Knfpex Wire Stripping Pliers 






m Two colour, r.vo component comfort grip handle 

■ Locking adjustable screw tor setting the diameter ol wire to be 
stripped 

■ Fcr single muitipleand fine stranded conOuctOfSS with plastic or 
■libber insulation 

■ Stnoping capacity 5nr.m Diameter or 10mm ? 

Price Each 


Order Code Product Code Cable Capacity 1 + 3 *. 

WX55592 11 12 76C £18 74 fi7 80 


Automatic Wire Stripper 



O' / >■ >■ * tl RIPLEY 

■ Ergonomic design with Non-slip handles 

■ Built in wire cutte f can be used fo r end trimming 

■ Fine adjusters to accommodate varying insulation thickness and 
tool cycle characteristics 

■ Replaceable stripper jaws and cutter olade prolongs tool life 

■ Multiple independent strip blades that contour to each conductor 

■ PS1: 

Lightweight and compact si7e for more intricate applications 
Designed for small cross sectional PVC wires ups to 1 5 mm2 
(0.057 inches. 1 5 awg) 

Allows for precision work and lower fatigue 

Supplied wilh interchangeable gripping psds to suit different 

insulation types 

156x85x1 3mm. Weight: 79g 

■ PS2: 

Buii J , n strip stop for constant strip lengths 

ideal for mpetitive strip configuration used in electrical installs 

and ma-ntenance 

Strips and cuts PVC insulated wire up to 6.Umm2 10. 1 26 inches. 
lOawg) down to 0.08mm2 127awgi 
230mm, Weight: 193g 

Price Each 


Order Code Product Code 
WX51009 

PS1 


U 

£34 (36 

5+ 

£32.93 

WX51010 39780 

PS2 


£34 66 

£3? 93 


Self Adjusting Wire Stripper 


Crimping Tools 

Ratchet Crimping Plier - Insulated Terminals 



■ Ratcheting Comping Pliers to-- Insulated terminals 

■ Cotour coding *ur easy die selection. Red. B ue. Yellow 

■ Crimping capacity: 0.5 - 6.0 sq mm <?Q - 10 AWG) 

Price Each 


Order Code Product Code 1+ 6 + 

WX 30379 430021 £25 24 £33.29 


Ratchet Crimping Plier - Cable Links 



■ Ratcheting Crimping Pliers to' Cable Links 

■ insulated and Non Insulated cable links 

■ Crimping capacity. 10 - 25 sq mm (7 - 3 AWG) 

Price Each 

Order Code Product Code 1 + 6 + 

WX3038O 430022 £43 M £4’ C6 


Ratchet Crimping Plier - Non Insulated Terminals 



■ Ratcheting Cnmpmc Pliers fo r Nor insulated Terminals 

■ Crimping capacity: 1.5 10 sq mm (16 7 AWG) 

Price Each 

Order Code Product Code 1 + &+ 

WX 30381 420025 E36 7b £34 71 




■ Stnps. cuts and crimps all in 1 tool 

■ Stnos automatically m a single motion without adjustment 

■ Crimping of insulated and non insulated terminals 

■ Hardened steel blades ensures long life 

■ Easy action with long comfortable hand.es 

■ Stripping Capacity: 0.2 - 6.0 sq mm Coppe- cr Aluminium wine. 
Cutting - Wire HRC 40-50 Cnmpmg 1 5. 2.5, 6.0mm insulated 
terminals. 1 5. 2.5, 4 0. 6.0mm non insulated terminals and non 
msulared spaces 

Price Each 

Order Code Product Code i+ 6 + 

WX 30383 49500* £17 fc) £16!)?) 



■ MAXISTRIPV16 Self-adjusting Wire Stripper 

■ Heavy duty wire and cable stripper ideal for electricians 

■ Self-adjusting ever its capacity range 

■ Features profile stripping blades allowing for efficient stripping 
ol wire and cable 

■ User friendly design otters variable gripping power and 
minimizes operator farigue 

■ Also includes built in wire cutter and an adjustable strip length stop 

■ Strippmg:0.5 • 16mm * 

■ Cutting up tc 6mm : multi stranded 

■ D mansions: 225(L)x100 1 Hix2Cmm(W) 

■ Weight 285g 

Price Each 

Order Code Product Code 1 + 5 + 



3 In 1 Ratchet Crimping Pliers 



< **•!■ <1 Ccr-*pj-v 


■ 3-m-1 ratchet cnmpmg tool, suitable for 
Bocllace ferrules up to 1 0mm ■’ 

Cw Tube up to 10mm 1 

Pre- insulated connectors (Red/ Buie/ Yellow) 

■ Uses interchangeable crimping dies 

■ Un-used dies are stored in the inner of the handles 

Price Each 

Order Code Product Code 1 + 6 + 


WX51008 39435 


Ma»str-p V16 £4989 


£ 4 ? 411 


WX51002 


K507 


£136.44 



0^ 

* 



£133.51 












